From: NC Gov. Cooper [ncgovernor.webforms@gnnail.com] 

Sent: 11/11/2017 3:41:41 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Submitted on Saturday, November 11, 2017 - 3:41 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Stephen 
Last Name Fleck 
City Chapel Hill 
State NC 

Email stephen.fleck@csulb.edu 
Phone Number 7142096429 
Message 

Dear Governor Cooper, 

I am deeply concerned by what I've read about the Atlantic Coast pipeline proposal. I hope that it will be given 
all necessary scrutiny and, if found to fall short of what North Carolina needs, be rejected. 

The results of this submission may be viewed at: 

https://governor.nc.gOv/node/ll/submission/25000 










